Pumpen pumps 219 


Pro Shock-Pumpe 


Ausführung: 6063-T6 Aluminium Rohr 
Mikro-Feineinstellung 
Hochdruckschlauch für alle 


Federsysteme 
Ventilarten: Sclaverand (Presta) 

Auto (Schrader) 
Leistung: Max. 300 psi 


# 130 121 01 
VE = 10/50 Stück 


Pro Shock-Pump 


Version: 6063-T6 aluminium tube 
mikro adjust button 
high pressure pump for all 
air suspension systems 


Valves: French (Presta) 
American (Schrader) 

Pressure: max. 300 psi 

# 130 121 01 


Unit = 10/50 pieces 


> \| { 2 Patentierter Schlauch - bleibt nach Anschluss drehbar, 
Il) | trotzdem entweicht beim Pumpen keine Luft. 


I Patented hose, security sealed when rotating in and 
out. 


Pumpenköpfe - pump heads 


Dual Head Thumb Lock 

Beim Dual Head Thumb Lock System stehen zwei Öffnungen zur Anpassung 
an die unterschiedlichen Ventilarten zur Verfügung. 

The Dual Head Thumb Lock has two holes to fit all kind of valves. 


Clever Valve 
Beim Clever Valve System passt sich der Pumpenkopf automatisch an die unterschiedlichen Ventilarten an. 
With the Clever Valve the pump head fits automatically to all different valves. 


Thumb Lock 

Beim Thumblock System wird der Pumpenkopf mit einem Hebel zuverlässig gegen Abrutschen vom Ventil gesichert. 
Zum Anpassen an die unterschiedlichen Ventilarten wird der Pumpenkopf geöffnet und ein Innenteil umgesteckt. 
With the Thumblock System the pump head get fixed by a lever. To fit to different valves the pump head opens and 
the inside adjusts to the different valves. 
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